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Exhibit Nos -~19— To Contract: 


, Date 
FOIAb3b1 f March 19, 1959 
From: The Firewel Compan I 
(Contractor) 
Tos 
a e er ) 

Item Part C 
No, No. Nomenclature 5 Qty. . Unit Price Total Price 
1 Bulbs, Neoprene for 36 $1 {18 $42,.48~ — 

pneumatic back cushions 
Delivery: Aw Soon As Possible 


Prices are fair and reasonable and this —{ = 


Exhibit is hereby. approved, 


$42.48 Contractor warrants prices conform to the 
price formula in effect to date of the 
Exhibit. 
SIGNED: 
SIGNED: 
FOIAb3b1 
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